The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SeCRETARV 

JOHN AUERBACH 
COMMISSIONER 



05/13/2011 


Omar Gonzalez Pagan 

Assistant District Attorney, Suffolk County 


Dear ADA Gonzalez-Pagan, 

Enclosed is the infonnatioii you requested in regards to Commonwealth Included are 

copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Dookhan & Kate Corbett 

3. Control Cards with analytical results for samples 

4. Aialysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Annie Dooklian was the custodial cliemist and performed the preliminar y testing and net weiglit for 
this sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


if you have any questions about these materials, please call me at the number below. 

Sincerely^ 

Annie Dookhan 
Chemist 11 
Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
Amiie.Klian@slate.ma.us 
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Curriculum Vitae 


Annie Khan (Dookban) 

Education; 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist L11. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros, 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist li State Laboratory institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratoiy 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug taws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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No. 


Date Analyzed; ob 


City: Boston D.C.U. Police Dept, 

Officer; P.O. SYBIL WHITE _ 

Def; 

Amount: 

No. Cont: 1 Cont: pb 

Dale Rec'd; 12/02/2009 
Gross Wt: 6.06 


Subst: RES 

No. Analyzed: 

Net Weight: 

# Tests: O 


Prelim; 


Findings: VCiO"V ~re, 




No. 


City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def; 

Amount; 

No. Cont: 1 Cont: pipe 

Date Rec'd. 12/02/2009 
Gross Wt.: 1.48 


Date Analyzed: 


to 


Prelim: Co couLul @) Endings 


Subst: RES 

No. Analyzed: 

Net Weight: 

# Tests: ^ fv'^ 

me 

ru^ 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 










DRUG POWDER ANALYSIS FORM 


SAMPLE n 


No. of samples tested: 


AGENCY 












Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2-2010\SYSTEM7\06_14_10\724704.D 

ASD 

14 Jun 2010 10;34 

BLANK 

1 

DRUGS 

RTF 



^ime-'> 2.b0 


^ ’ 2.60 3.d0 3.50 4.b0 4.50 5.00 5.50 6.00 6.50 7.00 7.50 ""s.OO 8.^ ' 9.00 9.50 j 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


724704.D Thu May 12 16;09:12 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\SYSTEM7\06_14__10\724705 .D 
ASD 

14 Jun 2010 10:47 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance 

! , 


75 


TfC:7247C)OT 


800000 


600000j 


400000i 


200000: 


Vime-> °2. bo 2i6 3. 00 ' oio 4.00 ' 4.50 5.6o 5^ 6.00_ aSO 7.6o 7ip 8.00^ 8,50 9.00 qJjO 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

907209 

100.00 

100.00 


724705.D 


Thu May 12 16:09:17 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q2~2010\SYSTEM7\06_14_10\724705.D 

Operator : ASD 

Date Acquired : 14 Jun 2010 10:47 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.75 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724706.D 

ASD 

14 Jun 2010 10;59 

BLANK 
ASD 
1 

DRUGS 

RTE 


l^bundance TICr7247D5rD 



100 


|Time-> ibO ' 2.50 3.00 ' 3.^6 ' 4.bo ’ 4.50 5.00 5.50 6.00 ' 6.50 7.00 7.50' 8.bo 8.50 9.00' sTsO 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


724706.D Thu May 12 16:09:21 2011 Page 1 
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Area Percent / Librax'y Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Abundance 
! 4000000i 


TfC:72470r:i5 

4|78 




30000001 

j 

2000000j 


1000000 : 


h’ime- 


0 ‘- 


2.37 


2.00 2.50 


3.36 

! 

3.93 

! j 

' 

! 

i 5,38 

5.94 

3.bo ' 3.50' 

4.00 4.50 

"1^ 5.feb' 

e.bo 6^ 


’TEb rToo 


7.96 

^6 ' abb 9.00 9.& 


Ret. Time 


Area Area % Ratio % 


2.144 

350232 

2.52 

3.52 

2.366 

737822 

5.31 

7.42 

2.430 

150158 

1.08 

1.51 

3.362 

1720405 

12.39 

17.30 

3.929 

604019 

4.35 

6.08 

4.776 

9942102 

71.57 

100.00 

5.385 

103522 

0.75 

1.04 

5.935 

153487 

1.10 

1.54 

7.964 

128987 

0.93 

1.30 


724707.D 


Thu May 12 16:09:24 2011 


Page 1 
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Area Percent / Library Search Repox't 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.14 

C:\DATABASE\PMW TOX2.L 





Cocaine-M/artifact -H20 

000000-00-0 

97 



MDA-M (desmethylenyl-methyl-) ME 

@ 000000-00-0 

38 



Metipranolol-M/artifact AC 

000000-00-0 

23 

'Abundance 

: i 

■ ■■ —. 

.A^rage ofX118 tbZ234 m[n:: 724707:DT) 

1f2 



ao 


60 


40i 


20^ 


42 


57 


51 


68 


82 


77 I 


94 


106 

i : 


122 

j I 


138 


^ N: -ymi. 89NN , 100 hiiimsU. 133 ] 14/; jj : 

U ' i ' I ■ r 1 i+in-T-TT-rj I FA-r’H-i-'"- iH : i , r ■ > ri+'H-:-! > i * ■ ' • ! ff-H-r-l-; . ! ! i i | t r-TTr: “■‘'i ! i I • i j .■M 'T' rT" i M : i i i v r-T-r r-pr-V : ; ^ i ’•I r-i-v ’ ■ ■ i iTr‘'!-r- : : : i ^ < v-npr-j 

■m/z-> 40 45 50 55 60 65 70 75 80 85 90 9'5 100 105 110115 120125 130 135 140146 150 155 l60 165 1^0 175 180 185 


181 

1 


166 


Abundance 


#3'5T4:Xbcaln^-M7art^ 


P753 


152 


80! 


60* 


40-i 


181 


20 


82 


122 


I 


94 
. I 


106 


138 


166 


m/z--> 


40 46 50 65 ' 60 65 70 Vo 80^5 oo' 95 l6o 105'110115^201^5130135140 liO 150 155 l60 165170 175 180105 ' 


724707.D 


Thu May 12 16:09:24 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L 

C : \ DATABASE\PMW__TOX2 . L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


2.37 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Cocaine 

Cocaine-M (methylecgonine) AC 


007143-09-1 96 
000050-36-2 38 
000000-00-0 9 


'Abundance 


8 ? 


Average o( 2.3'40’(o 2.409 min!: 724707.D'(-) 


80i 


60: 


96 


1 40 

42 




l| 

;| 

20 

i 

! 

i 


55 

1 

68 

j 

0 

‘m/z--> 

40 ' 

47 ^ ^ 

' 5b' 

,6'0 

’ 70 ' 

77 ,i:! 
. 

80 

Abundanoe 





82 

80 





j 

1 

j I 





il 

1 : 

j ■ 

, j 






; i 

; \ 

20 





\ 

j 

j j 

0 ’ 

40 

so 

60 

70 

11 , 


112 

105 : i 


122 155 182 
I :J28134 I, 147 , 163, 


199 

260 


W67; Cocairie-M Tmelhy(ecgonin^ P'6^ 


96 


!; 


140 155 

90 100 110 lio lio 140 150 lOO 


168 


182 

. I, . 

180 190 


199 


200 I 


724707 .D 


Thu May 12 16:09:25 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3 2.43 C:\DATABASE\NIST98.L 

Histamine, N-acetyl-4-fluoro- 
1,3-Benzoxazepine-2-carbonitrile 
1-(2-Nitrophenyl)pyrrole 


041366-99-8 

016393-03-6 

033265-60-0 


9 

5 

4 


SAbuhdance 


Average ot 2.409 to 2.'546 min.: 7247G7.D (-) 
112 


80: 


60; 


118 

I 


40 i 


20 : 


40 


i 51 

0-. :■ } . . 


63 


73 


I i 


78 


152 


104 

I 


132 


99 


125 


141 14? 


170 


183 


176 ^ 


200 


Wz-> 40 50 60 70 80 90 100 liO 120 l30 140 150 160 170 180 190 200 


Abundance 

i i 

80 i 

; i 

eoj 


40 


43 


^5076'5; RislamTne, N-acetyl-4-ffuoro- 
112 


100 


171 


20 | : 

52 

60 

1 

7 85 

i 

1 

] 

; 

! 

1 



.. . ■ .,. 

1 1 

! ; j i . 

m/z-> 40 

50 ’ 

60 

70 80 90 

100 110 


127 j; 

m i 4 o ‘ ISO' i 6 o ito 180 ito 260 


724707.D Thu May 12 16:09:26 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


4 

3.36 

Abundance 


80 


i 60 

i 

i 

j 

40 

55 

i 

i 

1 

1 20: 



42 

o' 

,.,J.. 

b/z--> 

40 5b 60 


C:\DATABASE\PMW_TOX2.L 
Caffeine 

Endogenous biomolecule 2AC 
Proxyphylline 


Average oT3.3'35 to 3^5 min.: 724707.D (-) 


109 


000058-08-2 

000000 - 00-0 

000603-00-9 


194 


96 

9 

4 


61 .j: , 73 !!, I, '7'’ j iry too jj;, ^uizur zio 

60 7*0^ sB W lb6 110 ' 1^0' ’ 140 160 1^0 170 ’ 160 lOO ' 26o^'2'io 2^0 


82 


94 


122 


136 


165 


149 


179 18^4 201207 218 


Abundance 


80^ 


1^19T: "Caffeine 


109 


PB'2-1 


194 


55 


60 


40: 


20; 


67 


82 




i 

Qi. 


94 


137 


165 


40’ ‘ ’ 50 


, , si.:...,.... 


724707 .D 


eb 70 jb bo lOO 110 lbo 130 140 iso 160 It0 180 190 200 2i0 2^0 

Thu May 12 16:09:26 2011 Page 5 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\SYSTEM7\06 
ASD 

14 Jun 2010 11:12 


ASD 
7 

DRUGS 

RTF 


14 10\724707.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.93 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Iraidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 005036-02-2 97 


Abundance 


AWag^3:9“(J21o 4:0‘45 miiv: 72-?707;O“(-) 
148 


80 i 


60^ 


40 i 


73 

I 


101 


121 


204 


20 i 


61 


42^ 


63 


89 


; 82 


.! iM s!, t,,. .. 1 " ii i;,' iiJi,hP®135 , ,3 157 165 u, 

40 50 60 70 80 90 100 110 120 l30 140 150 160 170 180 100 200 210 220 230 


245252 
240 250 


Abundance 


80 i 


60 i 


401 


20: 


T84039r lmldazo[27n51tbiazole, “2;'3;5 ”6Tefrafiydf6-6'p1^^ 


im/z-> 


0^... 


51 63 


73 

i 
! 

j I 

M 1,81 


101 


127 


89 


117; 




.108 


40 50 60 70 80 90 


1(!)0''Tio 'l2t 'l 30 'UO 


148 


204 


135 


i; 176 

,J||,J57 167 185. .j;:, .. 

‘l5o' 160 iio iso '160 200 210' 2^6 23o’ 


240 250 


724707 .D 


Thu May 12 16:09:27 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

Operator ; ASD 

Date Acquired : 14 Jun 201 0 11:12 

Sample Name : 

Submitted by : ASD 
Vial Number ; 7 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98 . L 

PK# RT Library/ID CAS# Qual 


6 4.78 C;\DATABASE\SLI.L 

COCAINE 


000050--36-2 99 
































Area Percent / Library Search Report 


Information from Data File; 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

7 

5.38 

C:\DATABASE\NIST98.L 
cis-Cinnamoy1cocaine 
Cinnamoylcocaine 

Cocaine 

000521-67-5 

1000247-78-7 

000050-36-2 

96 

93 

59 


Abundance 


82 


Average of 5.358 to 5;438 min.: 72 ' 47 I 37 Tr (-) 


80 i 


60 ,' 


40 


42 


20 ! 


51 


67 


96 


■: 105 


131 


122 


i 140 


182 


152 


168 


198, 


207 226 


238 


270 281 298 


329 


0, : :■. I . ; -iV- ■ i .'.v; i : , ■ J-! j--^ r;. V'i , . • : , —v ■ ' : h - : ,- = Ti i r I ^ . ; ■ . : , . . . 

'mfz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 20O 210 2^0 230 240 250 260 270 280 200 300 310 320 330 


lAbundance. ¥3267“6: ds-Cmnamoylcdcame 

82 

i ! 

i ! ' 

i 80! 


AOj 


i 

20 

CNt ...... 

ii 

I 

131 



238 



329 1 

i 

55 

68 i l| 

j! |108 

122 ^ 

168 

164 ; 

198 

226 1 

270 

298 


i 0 

. 1, , , .i....-.,. 


U,.-i,, i ,, 


...I 

' < » - • - vi!- ■ t r i 

1 r ‘T-tt; • ^ i 1 


. , , , . :.! 


40 50 6'0 

70 80 

90 100 i io 

120130 140 150 16017016 

3 1^0 200 21J 

3 220 230 240 25(: 

) 260 270 280 

290 300 31C 

1 320 330 : 


724707.D Thu May 12 16:09:28 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\06 
ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTF 


14 10\724707.D 


Search 

Libraries; C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality; 90 

PK# 

RT 

Library/ID 

CAS# Qual 

8 

5 . 94 

C:\DATABASE\NIST98.L 

Cinnamoylcocaine 
cis-Cinnamoylcocaine 

Cocaine 

1000247-78-7 97 

0.00521-67-5 95 

000050-36-2 59 


'^Abundance 


8? 


Average of 5’W9 (d 6,0"1 5 min!:'7247U7!D (*) 


80^ 


60! 


401 


I 42 
2oi : 


98 

I; i 


55 68 

, iii 


162 


131 


y 1,05 


122 


162 


i Qj ^ ^ij ||^ ! I ’ . . ■ I ;■ .. -i-'Ti —- . -1___. ...p-p, --. ... • - f -i- - ■. 

4 b 50 eb 70 80 ‘ bo I 00 lio'l 20 l 30 l 4 bl 50 lboi 70 ltol 902602 'lo 2 ^ 023024025026 b 2 i' 02 bb 29 b 3 bb 3 i 03 ^b 36 b 


168 


198 , 


'207 226 


238 


270 


298 


329 


Abundance 


8^ 


TO'2677yi^inhamoy[cocai“n^ 


BO] 

60 i 

40 i 
f 42 

2oi ! 


55 68 

!:!M 


131 


108 


122 


162 

i 


; 140 


152 


168 


h/z.^> 40 50 60 70 80 90 100 110 120 130 140 150 l 60 170 l 60 


196 

: i 207216226 

190260210 


238 


270 
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329 


240 250 260 270 280 290 300 310 320 330 


724707,D 


Thu May 12 16:09:28 2011 
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Folk_OIG_PRR_055074 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724707.D 

ASD 

14 Jun 2010 11:12 


ASD 

7 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


9 7.96 C:\DATABASE\NIST98.L 

Hydroxyzine 000068-88-2 70 
Hydroxyzine 000068-88-2 60 
Acetic acid, (p-chlorophenyl)phenyl 005359-46-6 50 


Abundance 

i 





Averagecr7:0t1lbTO)^8 min:: 724707:^ 

2 Q 1 





1 80 












j 60 





165 

I 





i 

40 


45 

56 









20 

1 

^ 0 


Mi 

! Ji 

: i, 

60 

77 105118^32 

J. lid iiihJ. r 

j 

228 

i, 216 f i 271283 

299 

ll 313 

343 

374 



4b' ‘ 

bb ' jbo 

^120' 140 i^O 

ibo 26 

6 2 ^’ 240 ’ 260 

280 

300 3^0 

340 

360 m;; ; 

Abundance 

j 1 





#83292: Hydroxyzine 

201 





i 80i 

1 i 

i 











60: 











1 






165 






"1 












1 20 ; 

i 0 ^ 

16 ^ 

45 

56 

. J-= 

70 98 

! . _ 1 . I 

118 132 

i J J . 149 .j 

1 1*^ 79^90 / 

■?9R 242 

216 i, 256 271 286 

299 

1 

ii 313 

343 

3.1 

^/z-> 

2 b' ^ 

'40 ‘ 


86 l 66 

120 140 160 

180 260 ' 2^6 ' 246 260 

280 

3bo 320 

34o 

’ 360 ' ' 

724707 .D 



Thu 

May 12 16: 

09:29 

2011 
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Folk_OIG_PRR 055075 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number ; 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\06_14_10\724708.D 

ASD 

14 Jun 2010 11 :24 

BLANK 
PJP 
1 

DRUGS 

RTE 


Abundance TfC:7247GSD" 



500 ^ 


;Time:-> _zbo 2.50 3.00 ’ 3_io 4.bo_ 4.50' 5.00 ’ 5,50 aqO 6.^ 7.00 _ 7.50 ' 8.00 8.50 _ 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


724708.D Thu May 12 16:09:33 2011 Page 1 


Folk_OIG_PRR_055076 

























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724717.D 

ASD 

14 Jun 2010 13;18 

BLANK 

1 

DRUGS 

RTE 


Rbiinaance .TrC: 7247 T 7 :D 

1 i 

700 : 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


724717,D 


Thu May 12 16:09:41 2011 


Page 1 


Folk_OIG_PRR_055077 

















Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\06_14_10\724718.D 
ASD 

14 Jun 2010 13 :31 

COCAINE STD 

18 

DRUGS 

RTE 


Abundance 


10000001 


I 800000j 

i I 

I aooooo] 

; I 

400000! 


I 200000i 

!Time-> ° a.OlT 2.50 3.00 ' 3.50 4.bo 


4j75 


4.50 5.b0 


TIC:72?7mr 


5.bo e.bo "e.bo 7,00 7 , 5 o 8.00 e.so' 9.00' 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4,749 

1095595 

100.00 

100.00 


724718.D Thu May 12 16:09:44 2011 


Page 1 


Folk OIG PRR 055078 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

P:\Q2-2010\SYSTEM7\06 

ASD 

14 Jun 2010 13:31 

COCAINE STD 

18 

DRUGS 

RTE 


14 10\724718.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.75 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


B0\ 


8? 


7Z4rmJJ^ 


182 


60 


40 


20 


42 


51 


94 


i: 


105 


OL/ip 

40 

Abundant . 


80 


i:fi0 J 


68 


■ ' * b}4-|H‘} ! i j i-j ■ I ti i I i i-r-r-rn-- r : ■! ■ ■ i < . = ... —j i I ^ i i | : ; 

50 60 7^ ^0 90 100 110 120 130 140 150 1^0 170 180 l90 200 210 220 280 240 250 260 270 2^0 2^0 300 

.. .l?29:'irO“C“A"rNE' ' “ ... 

8^ 


122 

.114,J^ 135143 


152 


198 


303 


166 




207 222 


272 

244 259 288 


182 


60 


40 i 


94 


105 


I 42 


20 i 


ou J;. 

m/z--> 40 


51 


68 ii 


122 




135 


198 


214222 244 259 


272 


303 


50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 2^0 240 250 260 270 280 290 300 


724718 .D 


Thu May 12 16:09:44 2011 


Page 2 


Folk OIG PRR 055079 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_14_10\724719.D 

ASD 

14 Jun 2010 13:43 

BLANK 

1 

DRUGS 

RTF 


jAbundance TlC“7247Tg:U 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


724719.D 


Thu May 12 16:09:47 2011 


Page 1 


Folk OIG PRR 055080 













